Smart Standing Electric Double Motor Lift Desk Computer Desk Stand 


Features 

WK-2AR2 Customized Smart Standing Dual Motor Electric Office Lifting Desk, Liftable Computer Desk 
Frame. The product has a load-bearing capacity of 120KG, a stroke of 500MM, a frame height of 
700-1200MM, and a frame length of 1050-1700MM. It can achieve a lifting speed of 25MM/S, and can 
rebound in case of resistance 

WK-2AR2 smart standing electric double motor lift computer desk is available in black, white and 
gray basic and durable colors. The standing desk frame adopts humanized design, and the desktop 
and frame are integrated, which is easy to install and operate. The product is widely used in 


study, desks, computers, offices 


Product 


Product Parameters 
Name 


we Bearing ae 
Electric weight 
Lifting 


Motor 


Working 


Smart 110VAC or 230VAC 
voltage 


Desk 
ik Frame height 700-1200MM 
Lifting 


Desk Frame 
Rebound on 


resistance 


Black and white gray 


https://www. wkstandingdesk. com/product/electric-double-motor-lift-desk/wk2ar2-smart-standing 
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